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POLLENAIR" 



A Hay Fever Resort Brought to Your Home for the Relief 
of Hay Fever and Pollen Asthma 







Fig. 1. The "Pollenair" Filter in Bedroom of Home 
The "Pollenair" / i//< i 
filter has been recognized and I \l authorities, and 
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It is well known among physicians that 98 c /< of all sufferers from Hay Fever are affected 
by pollen present in the atmosphere. Hay Fever is a real malady and can be completely 
avoided by means of the "Pollenair" Filter. 

The "Pollenair" Filter is a scientifically developed and designed mechanism which frees 
the air in a bedroom, living room, office, or any other room, of pollen or any other impurities 
such as smoke, dust, etc., and hence supplies pure clean air to these rooms. 

The "Pollenair" Filter is not only a means of successful treatment of cases of Hay Fever 
and Asthma caused by airborne pollen, but also a means of positive prevention from these 
maladies. 

There are quite a number of plants and grasses which are responsible for the presence 
of pollen in the atmosphere. In the illustrations below may be seen microscopic pictures of a 
few kinds of pollen together with the respective plants and grasses from which they originate. 
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Fig* 2. "Pollenair" Filter in Library of Home 

The "Pollenair" Filter may be installed in any room in the horn*- or office, and since it 
takes all the impurities out of the air, it creates similar atmospheric conditions that are found 
at the many well-known Hay Fever resorts, and hence, literally brings an ideal and reliable 
"Hay Fever" resort within your immediate reach. Hence because of its above-explained mer- 
its, it should be heartily welcomed by anybody who is a Hay Fever sufferer, because by using 
it, he is able to conduct his affairs in comfort during the entire pollen or Hay Fever season 
without losing any valuable time due to illness. 
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"Pollenair" Filter 



Living Room 



Since the "Pollenair" Filter takes out practically all of the impurities in the atmospher 
it may also be used as a highly efficient ventilating medium throughout the year. Foi 
tilatmg purposes the air may be drawn into the room either from outdoors or from anoth* 
room. If, however, the "Pollenair" Filter is used only during the "Hay Fever" season, 
should be started up a few days before the actual season begins, to insure perfect pollen i'v* 
air in the room where it is to be used. The "Pollenair" Filter supplies a steady stream of clef 
air without creating a draft, and thus produces ideal health conditions wherever employe 
The "Pollenair" Filter consists of a chemically treated filter medium, a fan and a mot< 
is \ simple, in that the current to drive the fan is taken from the ordinal 
' socket, and it does not require any more power than a 60 watt electric light bulb. Tl 
"Poll Filter delivers from 160 to 200 cubic feet of clean air per minute into a room; af 

thus changes the air completely in the average size room every 5 to !<' minutes. The> 

Mailing tin- room in any way because the ''Pollenair" Filter discharges clean 
rito the room at all times. It is guaranteed to produce and maintain polh 
air in any room of ordinary size. 

The "Pollenair" Filter is shipped complete, ready to operate. Its installation tak< 
a few minut no skilled labor is required. 

■pollenair" has been developed and is manufactured by the technical men of The Dust 
ing & Conveying Co., whose "Dracco" systems of high efficiency Dust Collecting are w\ 
known in this country and abroad. 

Since the business of handling the commercial end, the education of the public, and fi] 

i lopment, varies from the large "Dracco" industrial work; and since soundness, he] 

icperience and specialization are as essential to the proper conduct of the "PollenaJ 

• \\i>y are to the "Dracco System." the advisability of a separate organization is 
nt. "Pollenair" is, therefore, presented and sold to the public by the Pollen Filter. Inc. 
This first bulletin shows in pictures a house equipped with "Pollenair," Fig, I . 

Fig. 2 Library, and Fig. 3 Living room. Other bulletins which will further explain "PollenaJ 

will follow. 

W< unite correspondence from sufferers, dealers and all interested in this new full] 

modern equipment. 
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